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Stillwell entered the service in October 1886, also direct
from college. He probably had a broader knowledge of
alternating-current development in its early years than
any other one of Westinghouse's young men. He was active
in the Niagara enterprise from its start, had general super-
vision of that work at Pittsburgh in the period of design
and construction, and was field engineer at Niagara Falls
in charge of installation and first operation as Electrical
Engineer and Assistant Manager of the Westinghouse Com-
pany. In January 1897, he was elected Electrical Director
of the Niagara Falls Power, Company and the Cataract
Company in charge of the construction and operation.

Scott and Shallenberger were very active in research,
experiment, and design of details. They also were recently
out of college, Shallenberger from the Naval Academy.
Their names are part of the annals of the Westinghouse
Company. Shallenberger died in 1898, and Scott has been
for some years Professor of Electrical Engineering at Yale.

Such, briefly and inadequately told, is the story of the
first great hydroelectric plant at Niagara Falls. It pro-
duced 15,000 horsepower by three generators. The orig-
inal plant was soon increased by the addition of eight similar
units. The three 5000-horsepower units first installed are
still in commercial use. They have been operating day
and night practically without interruption since 1895. That
they were scientifically designed and carefully constructed is
evidenced by the fact that the cost of maintaining them dur-
ing these years has been less than one per cent per annum.
The present generator capacity of the three.power houses
constructed by the original Niagara Falls Power Company,
two on the American side and one on the Canadian side,
is 228,000 horsepower. Five of the later. generators are
12,500 horsepower, and there are five of 10,000 horsepower,